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Fig. 21.   Back-end diagram taken with 20 spring at 127 revolutions.
Fig. 22.    Front-end diagram taken with S2 spring at 144 revolutions.
Fig. 23.    Front-end diagram taken with 32 spring at 127 revolutions.